Message 


From: 

Sent: 

To: 

CC: 

Subject: 

Attachments: 


Saunders, Deila (DPH) 

3/6/2012 3:10:26 PM 

Payton, Debra (NFK) [/o=commonweaith of massachusetts/ou=massmaii-01/cn=recipients/cn=users/cn=dpayton] 
O'Brien, Elisabeth (DPH) [/o=Commonwea!th of Massachusetts/ou=MassMail- 
01/cn=Recipients/cn=Elisabeth.O'Brien] 

FW:Drug 

20120306100646060.pdf 


Good Morning Debi, 

Attached are copies of the new certificates for the Weymouth samples listed above. Please let me know if 
you need any further information. 

Del 1 a 

Della Saunders 
Chemist III 

Drug Analysis Laboratory Room 363 

William A. Hinton State Laboratory Institute 

305 South Street 

Jamaica Plain, MA. 02130 

617-983-6632 phone 

617-983-6625 fax 

-Original Message- 

From: DPH-ITS, Scanner (DPH) [mailto:itsscanner@massmail.state.ma.us] 

Sent: Tuesday, March 06, 2012 10:07 AM 
To: Saunders, Della (DPH) 

Subject: 
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